HILLCREST MOTEL 

U. S. Highways 66 & 93 . . . East Entrance of 
KINGMAN, ARIZONA 

Telephone SKyline 3-3524 ... 16 Units with Refrigera¬ 
tion and Panel Ray Heat .' . . Ceramic Tiled Baths 
with Tubs & Showers . . . Wall-to-wall Carpeting . . . 
Fireproof . . . T.V. . . . Kitchenettes . . . Pets allowed. 
Earl & Ruth Chambers, Owners & Managers 
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